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SI IM, 

September 2, 1982 


Central Intelligence Agency 
Building Planning Staff 
Room 4E50 

C.I.A. Headquarters 
Washington, D.C. 20505 


Attention : 


Regarding: Headquarters Building Project 

Composite Detailed Networks 


STAT 


Gentlemen : 


Enclosed please find three (3) copies of the composite of the 
Detailed Network Plans submitted with our proposal which pre- 
se nts the overall picture of work to be accomplished during 
design and construction. As stated in the proposal CPM sched- 
ules will be prepared prior to the start of the Preliminary and 
Construction Document phases. 


Very truly yours. 



Wm. Everett— We dl ing 
Project Manager 
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